VALLEY  FORGE,  PENNSYLVANIA 

The  Washington  Rose  Window,  shows  Washington 
in  Prayer  in  the  bitter  Winter  of  1777-1778.  This 
beautiful  stained  glass  window  was  designed  by 
David  Bramnick  of  the  D'Ascenzo  Studios.  The 
National  Society  of  the  Daughters  of  the  American 
Revolution  gave  both  the  window  and  the  Bell 
Tower  to  the  Washington  Memorial  Chapel.  * 
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